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Dssr hr. Hoovcrt ' | 

It ban been brought to the attention of tho Cccaainoioa 
that-. certain discrepancies exist b-stvcc-a the phstegraph of 
Lee 1 JSarvey Oswald bolding & rifle end the rifle which is nqv 
F£I itchibit C 14* She plxjtcgrepJi to which I have reference 

op-pcars on C -weti el cu .eeiiixbi.'S 133 onl CO the pnOtO;~rspu Vi.n_eii 

is- eninr&i-a. es CcesdLseloa SrMblfc 134. The particular <tts- 
crepunsy vbiah Jsae b-c-esi e&llc-d to o» attention is Is the stork. 
YmTvIII note that ths photograph shoua » strslijht steel vhorcas 
the rifle itself has a curve at the point of tfca hand s?ip.'' 

It is pcuclbiv, of coarse, that the argio of the 3 *otc£r.rph could 
csconni for this difference. I would surest that the- 132 ♦ 

laboratory attest to pkotogrtph the rifle at the fcxcct eagle a* it 
eppesrc in the nbove-ceatlcssea photograph, so that v-a say store 
. accurately coup-are the two photographs to &6tGJrtaiixe whether* they 
arc photc:prax'ii3 of tbs sssbe rifle. 

In rdnitim, it hao been Sarcugjxt to oar attention that in 
certain newspaper reproductions of this photograph, the riflo appears 
to bo without a scepe. V« fc&v© vrittca to the newspaper conseEt-cd 
in order to obtain copies of the photograph and upon receiving thest 
vs will subsit thoa to you for analysis* 
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